62      DOCKETED ITEMS

9203230232 Forwards revised "1991 Oconee Nuclear Station Personnel Monitoring
Rept," correcting error in computer codes used to compile dose distribution data for
five work groups & address used in initial submittal of rept.

HAMPTON.J.W. Duke Power Co. 92/03/12. Office of Nuclear Regulatory Research,
Director (Pre 860720). 2pp. 61077:207-61077:213.

-9203230235 Revised "1991 Oconee Nuclear Station Personnel Monitoring Rept."

*  Duke Power Co. 91 /12/31. 5pp. 61077:209-61077:213.

9203170244 Forwards monthly operating rept for Feb 1992 for Oconee Nuclear Station
& revised monthly operating rept for Jan 1992.

MCCRAW.E.O. Duke Power Co. 92/03/13. Document Control Branch (Document
Control Desk). 2pp. 60982:040-60982:057.

-9203170048 Monthly operating repts for Feb 1992 for Oconee Nuclear Station.
WILLIAMS.R.A. Duke Power Co. 92/02/29. 15pp. 60982:042-60982:056.

-9203170262 Revised monthly operating rept for Jan 1992 for Oconee Nuclear Station.

*  Duke Power Co. 92/01/31.1p. 60982:057-60982:057.

S. Reportable occurrences, LERs & related correspondence

9203260192 NPDES noncompliance notification:on 920304,sanitary treatment sys sand
filter bypassed until 920305 due to overflow condition of sand filter.Personnel in proc-
ess of evaluating some form of shading to control algae growth.
ATHERTON.N.G. Duke Power Co. 92/03/17. GLEASON.R. North Carolina, State of.
5pp. 61129:229-61129:233.

9203260042 NPDES noncompliance notification:on 920307,rainfall event exceeding 1.25
inches of pH values for discharge occurred in ash settling pond.Caused by rainfall w/
low pH value.Values returned to within normal range on 920309.
ATHERTON.N.G.   Duke  Power  Co.   92/03/19.   North  Carolina,   State  of.   2pp.
61128:029-61128:030.

9203270300 LER 92-001-01 :on 920122,fire barrier discovered breached w/o compensa-
tory action per TS.Addl breaches discovered in 920206-21 insp.Caused by mgt defi-
ciency & inadequate training.Breaches repaired & training revised.W/920319 Itr.
BENESOLE.S.G.,   HAMPTON.J.W.   Duke   Power Co.   92/03/19.  7pp.   61224:352-
61224:358.

V. Operator Examinations

9203160104 Notification of contract execution.mod 1 to task order 132, "Technical As-
sistance to Support Licensing Activities." Contractor:Sonalysts,lnc.
HUGHES.A. Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/03/
02. SCHWINK.WJ. Office of Nuclear Reactor Regulation, Director (Post 870411).
PULSIPHER.K. NRC - No Detailed Affiliation Given. 1p. 60919:287-60919:289.

-9203160096 Ltr contract NRC-03-89-031 .mod 1 increasing negotiated task order ceil-
ing to task order 132, "Operator Licensing Exams, Oconee Nuclear Power Plant."
SCOTT.M.L Contract Administration Branch 1 (Post 900603). FIN L-1289-2. 92/02/
28. PETERSEN.LR. Sonalysts, Inc. 2pp. 60919:288-60919:289.
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F. Security, medical, emergency & fire protection pians

9108200138 Forwards util objectives for annual emergency preparedness exercise
scheduled for 911106.

TREMBLAY.LA. Vermont Yankee Nuclear Power Corp. 91/08/07. Document Control
Branch (Document Control Desk). 8pp. 60980:023-60980:030.

9203040290 Change 103 to EPIPs.incorporating Dept Instruction (Dl) Dl 92-02 into Rev
12 of OP 3501,pi 92-03 into Rev 24 of OP 3502 & Dl 92-04 into Rev 26 of OP 3503
to clarify timely implementation of Emergency Response Data Sys.

* Yankee Atomic Electric Co. 92/02/20,10pp. 60840:111-60840:120.

9203050082 Forwards Rev 21 to Physical Security Plan.Rev withheld (ref 10CFR73.21).
MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 92/02/26. Document Control
Branch (Document Control Desk). 1p. 60852:088-60852:088.

9203090182 Change 104 to EPIPs.including Rev 24 to OP 3504, "Emergency Communi-
cations" & Rev 6 to OP 3511, "Off-Site Protective Action Recommendations."

* Yankee Atomic Electric Co. 92/03/06. 63pp. 60895:231-60895:294.

9203300033 Forwards insp rept 50-271/92-04 on 920211-0306 & notice of
violation.Safe,plant operations observed.On-shift expertise remains apparent weak-
ness.

LINViLLE,J.C. Region 1 (Post 820201). 92/03/17. MURPHY.W.P. Vermont Yankee
Nuclear Power Corp. 3pp. 61110:217-61110:236.

-9203300040 Insp rept 50-271/92-04 on 920211-0306.Violation noted.Major areas
inspected:plant   operations,radiological    controls.maint   &   surveillance.ernergency
preparedness.security.engineering & technical support & safety assessment.
ROGGE.J.F. Region 1 (Post 820201). 92/03/12.16pp. 61110:221-61110:236.

J. Insurance & Indemnity Information

9203230252 Advises that listed property insurance coverage currently maintained for fa-
cility in Vernon,VT,per 10CFR50.54(w)(2).

WIGGETT.B.W. Vermont Yankee Nuclear Power Corp. 92/03/19. Document Control
Branch (Document Control Desk). 1 p. 61069:338-61069:338.

P. Operating license stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities - 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co. of New York, Inc. 32pp. 60997:001-60997:032.

9203030229 Advises that rev 21 to QA program YOQAP-1-A acceptable & satisfies cri-
teria of app B of 10CFR50,

BETTENHAUSEN.L Region  1   (Post 820201). 92/02/05.  MURPHY.W.P. Vermont
Yankee Nuclear Power Corp. 4pp. 60754:345-60754:348.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203090177 Forwards request for addl info to complete review of proposed tech spec
change to surveillance & calibration requirements in TS table 4.2.2.
SEARS P M Project Directorate l-3. 92/03/03. TREMBLAY.L.A. Vermont Yankee Nu-
clear Power Corp. 4pp. 60853:183-60853:186.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanafyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity, 10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

9203230177 Advises that util has implemented 10CFR73.56 including all elements of
RG 5.66.

MURPHY.W.P. Vermont Yankee Nuclear Power Corp. 92/03/16. Document Control
Branch (Document Control Desk). 1p. 61082:346-61082:346.

9203310210 Informs that based on 920318 meeting w/NRC in Rockville.MD all out-
standing issues in ref to RELAP5YA application for plant LOCA analysis appear to be
resolved.Util intends to revise YAEC Rept 1547 to include suppi info.per 860627 Itr.
TREMBLAY.L.A. Vermont Yankee Nuclear Power Corp. 92/03/26. Document Control
Branch (Document Control Desk). 3pp. 61206:047-61206:049.

Q. Inspection reports, iE Bulletins & correspondence

9202110001 NRC Info Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9203020130 Ack receipt of 920117 Itr informing NRC of steps taken to correct violations
noted in Insp Rept 50-271/91-26.Actions will be examined during future insp of li-
censed program.

JOYNER.J.R, Region 1 (Post 820201). 92/02/20. MURPHY.WP. Vermont Yankee
Nuclear Power Corp. 4pp. 60766:180-60766:188.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038 NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 11pp. 60392:001-60392:011.

9203040074 Notification of significant licensee meeting 92-03 w/util on 920304 to dis-
cuss insp rept 50-271/91-81 (licensed operator requalification training program).
ROGGE.J.F. Region  1   (Post 820201). 92/02/26.  Region  1   (Post 820201). 3pp.
60767:156-60767:158.

9203100160 Notification of significant licensee meeting 92-27 Rev 1, w/util on 920304
to discuss insp rept 50-271/91-81 re licensed operator requalification training pro-
gram.

ROGGE.J.F. Region 1   (Post 820201). 92/02/27.  Region  1   (Post 820201). 3pp.
60844:281-60844:283.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11 pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

9203120273 Ack receipt of util 920226 Itr re insp rept 50-271/91-13, informing of cor-
rective & preventive actions to be examined in future insp,

DURR.J.P. Region 1 (Post 820201). 92/03/04. MURPHY.W.P. Vermont Yankee Nu-
clear Power Corp. 2pp. 60925:284-60925:292.Branch (Document Con-
